Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 7/22/2010 12:49:05 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Taugher, Helen (DPH) [Heien.Taugher@state.ma.us] 

CC: Pocsik Mark [mpocsik@facil.umass.edu] 

Subject: DPH server move 


Jim and Helen, 

I am finalizing arrangements to move the DPH server and related hardware from its current location into Jim's 
lab N236. August 10 th works for your IT folks, our contractor and our staff. Besides the two of you is there 
anyone else at Morrill I should review this with? Please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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